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Eden  Lodge, 


Woodbridge. 


September,  1971« 


The  Chairman  and  Councillors, 
Woodbridge  Urban  District  Council. 


Mr*  Chairman,  Ladies  and  Gentlemen, 


I  herewith  present  my  Annual  Report  for  the  year  1970,  prepared 
on  the  lines  laid  down  by  the  Minister* 

This  is  my  24th  and  last  report  to  the  'Woodbridge  Council  and  I 
would  like  to  take  this  opportunity  to  thank  both  Council  and  Officers 
for  their  help  and  consideration  over  the  years.  I  would  also  like  to 
record  my  special  gratitude  to  Mr.  D.W.  Snowden,  the  Public  Health 
Inspector  for  his  willing  assistance  whenever  required. 

When  I  came  to  Woodbridge  at  the  end  of  the  war  there  was  a  large 
backlog  of  work  to  be  done.  The  biggest  problems  were  slum  clearance  and 
sewage  disposal.  Mow  I  am  glad  to  say  both  of  these  problems  have  to  a 
large  extent  been  cleared  up,  although  much  still  remains  to  be  done. 

The  statistical  information  for  1970  suggests  that  on  the  whole  it 
was  a  reasonably  healthy  year,  inspite  of  the  prevalance  of  measles. 

The  general  environmental  supervision  of  the  town  was  maintained  and  any 
necessary  action  was  taken. 


I  am, 

Yours  faithfully, 


C.H.  IMRIE, 


Medical  Officer  of  Health 


SUMMARY  OF  STATISTICS 


Area  of  District  .  1112  acres 

No.  of  inhabited  houses  ...  2638 


Population  ... 

Product  of  New 
Penny  Rate 


...  7180 
£224?.00 


OFFICERS 


Medical  Officer 
C.H.  IMRIE,  T.D. 

M.B. 


of  Health: 

,  Q.H.S., 

,  Ch.B., 

D.PCHC. 


Public  Health  Inspecotr: 
D.W.  SNOWDEN ,  F.R.S.H., 

M.A.P.H. I. , 

m.r.i.p.h.h 


Engineer  &  Survevor: 
JOHN  SMITH,  M.I*Mun,E 
M.I.I-I.E. 
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Summary  of  Vital  Statistics 

1961  to  1970 


I96I 

1962 

1964 

1265 

1966 

1262 

1268 

1262 

1970 

Estimated 

Population 

6020 

6070 

6100 

6260 

6290 

6360 

6540 

698O 

7O7C- 

7180 

Birth  Rate 

12.2 

14.6 

12.9 

16.9 

14.1 

17.4 

16.1 

16.8 

14.3 

13.9 

(77) 

(89) 

(79) 

(106) 

(89) 

(111) 

(105) 

(117) 

(101) 

(100) 

Still  Birth 
Rate 

Nil 

21.9 

(2) 

48.2 

(4) 

9.43 

(1) 

21.9 

(2) 

34.7 

(4) 

18.6 

(2) 

Nil 

19.8 

(2) 

29.0 

(3) 

Death  Rate 

12.4 

13.8 

15.3 

12.6 

11.4 

11.0 

13.9 

14.2 

11.5 

14.5 

(75) 

(84) 

(95) 

(79) 

(72) 

(70) 

(91) 

(99) 

(81) 

(104) 

Infantile 

12.9 

11.2 

37.9 

9.34 

33.7 

27.0 

19.0 

9.0 

30.0 

10.0 

Death  Rate 

(I) 

(1) 

(3) 

(1) 

(3) 

(3) 

(2) 

(1) 

(3) 

(1) 

Note:  Infantile  Death  Rate  is  the  rate  per  1,000  live  births  . 

The  Still  Birth  Rate  is  the  rate  per  1,000  live  and  still 
births*  The  other  rates  are  per  1,000  population. 

Figures  in  brackets  are  the  actual  numbers. 

These  Birth  and  Death  rates  have  not  in  this  Table  been 
weighted  for  comparison  with  other  cases. 
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Analysis  of  Vital  Statistics 


Male 


Crude  Rate 

F  emale  Total  per  1000  Standardised 

Population  Pate 


Pate  per  1000 
Population 
England  &  Wales 


Live  Births 


Legitimate  52 

Illegitimate  4 

Still  Births 

Legitimate  1 

Illegitimate  2 


Deaths  all  Ages  4l 

Deaths  under 

1  year  of  age 


42  100  13.9 

2 

3  *29.0 

63  104  14.5 

1  1  *10.0 


17.2  16*0 

13.0 

13.3  11.7 

18.0 


This  rate  is  expressed  per  1000  live  births 


Causes  of  Death 


Code 

No. 

Male 

Female 

Total 

B19(3) 

Malignant  Neoplasm,  Stomach 

1 

1 

2 

B19(4) 

Malignant  Neoplasm,  Intestine 

- 

1 

1 

B19(6) 

Malignant  Neoplasm,  Lung  Bronchus 

6 

4 

10 

B19(7) 

Malignant  Neoplasm,  Breast 

- 

1 

1 

B19(8) 

Malignant  Neoplasm,  Uterus 

- 

1 

1 

B19(9) 

Malignant  Neoplasm,  Prostate 

1 

- 

1 

B19(ll) 

Other  Malignant  Neoplasms 

- 

4 

4 

B20 

Benign  and  Unspecified  Neoplasms 

- 

1 

1 

B24 

Meningitis 

- 

1 

1 

B46(5) 

Other  Diseases  of  Nervous  System 

1 

1 

2 

B27 

Hypertensive  Disease 

1 

- 

1 

B28 

Ischaemic  Heart  Disease 

16 

14 

30 

B29 

Other  Forms  of  Heart  Disease 

- 

2 

2 

B30 

Cerebrovascular  Disease 

6 

14 

20 

B46(6) 

Other  Diseases  of  Circulatory  System 

- 

6 

6 

B31 

Influenza 

- 

1 

1 

B32 

Pneumonia 

3 

4 

7 

B33(l) 

Bronchitis  &  Emphysema 

3 

mm 

3 

B33(2) 

Asthma 

1 

- 

1 

B46(7) 

Other  Diseases  of  Respiratory  System 

- 

1 

1 

B34 

Peptic  Ulcer 

- 

1 

1 

B37 

Cirrhosis  of  Liver 

- 

1 

1 

B46(ll) 

Diseases  of  Musculo-Skeletal  System 

- 

1 

1 

B43 

Birth  Injury,  Difficult  Labour,  etc. 

- 

1 

1 

BE48 

All  Other  Accidents 

Deaths  1970 

Breakdown  by  Age  Groups 

2 

4l 

Male 

2 

63 

Female 

4 

104 

Total 

Under  4  weeks 

— 

]_ 

1 

4  weeks  to  1  year 

- 

- 

— 

1-4  years 

— 

-- 

— 

5  -  14  ?? 

- 

1 

1 

13  -  24  " 

- 

- 

- 

23  -  34  ” 

- 

- 

- 

33  -  44  » 

- 

- 

- 

45  -  54  " 

2 

2 

4 

33  -  64  J! 

6 

4 

10 

63  -  74  " 

6 

16 

22 

75  and  over 

27 

39 

65 

Notifiable  Diseases 


During  197*3 ,  124.  cases  of  measles  were  notified. 

This  is  a  considerable  increase  over  the  previous  year,  but 
is  not  surprising  when  one  remembers  the  biennial  swing 
which  is  a  characteristic  of  that  disease  which  I  have 
mentioned  in  previous  reports.  The  outbreak  started  early 
in  the  year  and  reached  a  maximum  in  the  early  summer  and 
then  terminated  abruptly.  With  regard  to  age  approximately 
5*3%  were  preschool  children  and  75%  were  of  school  age.  The 
effect  of  immunisation  is  hard  to  estimate  as  information 
is  not  available  about  the  total  number  of  children  who  have 
already  been  protected.  Most  authorities  agree  however  that 
the  immunisation  of  the  younger  age  groups  is  having  a 
beneficial  effect. 

Notifications  of  9  cases  of  dysentery  were  received  during 
the  year.  The  normal  measures  of  control  were  instituted 
and  no  further  spread  occurred.  This  type  of  infection  is  more 
of  a  nuisance  than  a  danger  as  only  too  often  time  elapses 
before  we  hear  about  it  and  then  it  takes  much  longer  to  clear 
up. 


Modern  high  speed  travel,  which  is  becoming  ever  more 
popular ,  is  bringing  fresh  health  problems  with  it  and  we  must 
remember  that  many  tropical  and  unfamiliar  diseases  can  be 
imported  by  travellers.  While  the  Port  Medical  Authorities  are 
continually  on  the  alert  there  is  always  a  possibility  that  an 
unrecognised  infection  might  be  brought  in  with  unfortuna.te 
results.  Those  who  travel  abroad  should  know  about  the  endemic 
diseases  of  the  areas  which  theyvisit  and  pay  heed  to  such  advice 
on  immunisation  as  they  are  given. 


I  am  indebted  to  the  County  Medical  Officer  for  the  figures 
on  immunisat ions  which  have  been  carried  out  in  Woodbridge  during 
the  year.  It  will  be  seen  from  this  table  that  the  facilities 
for  protecting  children  against  the  more  prevalent  infections  are 
being  used. 

With  regard  to  tuberculosis  the  year  started  with  a  total 
of  six  names  on  the  register.  During  1970  one  case  was  removed, 
having  recovered,  and  by  the  end  of  the  year  there  remained  five 
names  on  the  list,  four  of  these  being  pulmonary  infections. 


-  6  - 


Infectious  Disease 


Notifications  Received 


1 

3 

5 

10 

15 

25 

'll 

65 

under 

to 

to 

to 

to 

to 

to 

to 

& 

M.e. 

Disease 

1 

2 

4 

9 

14 

24 

44 

64 

over 

unlmown 

Total 

Scarlet  Fever 

- 

1 

— 

2 

1 

- 

- 

- 

- 

- 

4 

Whooping  Cough 

- 

2 

1 

- 

- 

- 

- 

- 

- 

- 

3 

Measles 

2 

14 

25 

70 

4 

2 

2 

- 

— 

5 

124 

Pneumonia 

- 

- 

- 

- 

- 

- 

1 

- 

1 

Dysentery 

- 

2 

4 

- 

1 

1 

- 

- 

1 

9 

141 


Disease 

Jan 

Feb 

Monthly  Notifications 

Mar  Apl  May  Jne  Jly  Aug  Sept  Oct  Nov  Dec 

Total 

Scarlet  Fever 

- 

2 

2 

4 

Whooping  Cough 

- 

- 

-  -  -  3  -  -  -  -  -  - 

3 

Measles 

1 

1 

2  4  58  39  16  3  - 

124 

Pneumonia 

- 

- 

-  -  1  -  -  -  -  -  -  - 

1 

Dysentery 

— 

— 

_  _  _  7  2  „  _  _  _  „ 

9 

l4l 
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Vaccinations  and  Immunisations 


Primary  Boosters  and 

Courses  Re -vaccination 


Diphtheria/Tetanus/Pertussis  49 
Diphtheria/Tetanus  5 
Tetanus  16 
Poliomyelitis  Salk  1 
Poliomyelitis  Sabin  59 
Measles  45 
Smallpox  70 
Rubella  4 


21 

62 

49 

5 

89 

37 
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The  amenities  of  the  Town  have  been  improving  steadily 
and  compare  well  with  those  of  other  areas  of  similar  size  and 
character.  It  is,  however,  disappointing  to  see  that  conditions 
at  the  Public  Convenience  at  Gale  Lane  remains  unaltered.  It 
may  be  recalled  that  in  previous  reports  I  have  drawn  attention 

to  the  conditions  at  Oak  Lane  and  I  feel  it  must  be  raised  once 
more. 


More  and  wore  Oak  Lane  and  the  adjacent  car  park  are 
becoming  one  of  uhe  main  centres  of  Woodbridge  and  the  convenience 
m  Oak  Lane  is  probably  more  used  than  all  the  others  in 
Woodbrio.ge  but ,  unfortunately  it  reflects  little  credit  to  the 
town.  It  is  too  small  and  badly  lit,  the  ceiling  walls  and  floor 
are  cracked  and  above  all  it  is  rarely  free  from  a  most  offensive 
odour.  Even  the  most  scrupulous  cleaning,  which  I  am  sure  it 
receives,  cannot  relieve  the  general  air  of  dinginess  which 
pervades  the  structure. 


As  I  see  the  matter  the  site  of  this  building  is  too 
small  for  the  purpose  and  I  feel  the  best  remedy  would  be  to 
erect  a  fresh  convenience  on  some  more  appropriate  site  in  this 
general  area. 
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Comments  on  Statistical  Material 


As  will  be  seen  from  the  10  year  summary  of 
statistics  the  population  of  Woodbridge  has  increased 
steadily  during  the  period.  Although  the  increase  is 
at  times  somewhat  modest  the  cumulative  result  is  that 
the  population  has  grown  by  around  eleven  hundred  persons 
over  the  10  year  period. 


In  1970  Live  Births  totalled  100  which  is  around 
the  average  for  the  town.  The  Crude  and  Standardised 
Birth  rates  are  at  a  satisfactory  level  but  the  Still 
Births  were  slightly  over  the  average  for  this  area. 


The  general  Death  Rate  (Standardised)  is  rather 
higher  than  the  corresponding  rate  for  England  and  Wales 
but  it  is  in  line  with  the  figures  for  previous  years. 

There  was  only  one  infantile  death.  The  general  causes 
of  death  are  set  out  in  the  table  and  conform  fairly  closely 
to  the  pattern  of  previous  years  in  this  area.  Diseases 
of  the  heart  and  circulation  taken  together  represent 
rather  more  than  half  of  the  deaths  while  the  next  most 
frequent  cause  is  the  group  of  malignant  diseases  with 
l/5th  of  the  total  number.  This  pattern  has  been  established 
over  a  number  of  years  and  does  not  vary  greatly. 


The  age  at  death  is  again  very  similar  to  those  of 
previous  years,  but  there  is  some  indication  in  the  1970 
figures  of  greater  grouping  at  the  higher  age  levels. 
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MVIP.ONKLSNTAL  HEALTH  SECTION 

by  the 

Public  Health  Inspector 

f 


HOUSING 
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Statistics  for  1970 

Number  of  inhabited  houses  including  517  Council-owned 
dwellings  according  to  the  Hate  Books  at  31st  March,  1971* 

Average  number  of  persons  per  house 

Number  of  houses  completed  by  the  Council  during  the  year 
Number  of  houses  built  by  private  enterprise  during  the  year 
Total  of  post-war  Council  houses  completed  to  31»12.70 
Number  of  Improvement  Grant  applications  approved  in  1970 :“ 


a)  Discretionary 

(i) 

Owner-occupied  properties 

2 

(ii) 

Tenanted  properties 

-  8 

b)  Standard 

(i) 

Owner-occupied  properties 

8 

(ii) 

Tenanted  properties 

-  5 

2638 

2.72 

21 

20 

443 


23 


General  Inspection 

a)  Total  number  of  houses  inspected  during  the  year  for  all  purposes  125 

b)  Number  found  to  be  unsatisfactory  in  some  respect  79 

c)  Number  occupied  in  respect  of  which  Demolition  or  Clearance  Orders 

had  been  made  Nil 


Housing  Repairs  Instigated 

Number  of  dwelling  houses  rendered  fit  as  a  result  of  informal  action  38 
Number  of  Scheduled  (1955)  unfit  houses  rendered  fit  11 


Clearance  Areas 

Number  of  Clearance  Orders  made  Nil 

Individually  Unfit  Houses 

No.  of  dwellings  in  respect  of  which  Demolition  Orders  were  made 

in  1970  Nil 

No.  of  dwellings  demolished  as  a  result  of  Demolition  Orders  made 

previously  Nil 

No.  of  dwellings  demolished  as  a  result  of  formal  or  informal  procedure  3 

No.  of  dwellings  in  respect  of  v/hich  or  part  of  which  Closing  Orders 

were  made  (Secs.l6  &  l8  Housing  Act,1957)Nil 

No.  of  informa.1  undertakings  not  to  re-let  accepted  2 

No.  of  families  re-housed  from  unfit  dwellings  2 
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House  Inprovement  Grants 


Details  of  applications  received  and  approved  during  1970  are  given  in  the 
Statistical  section  of  this  Report.  However,  it  may  be  of  interest  to  note 
brief  details  of  the  nineteen  improvement  schemes  which  were  completed  during 
the  year,  as  follows :- 

Discretionary  Grants 

Two  owner-occupied  dwellings  v/ere  improved  with  the  aid 
of  this  type  of  grant,  which  averaged  £312. 

Standard  Grants 

Seventeen  dwellings,  comprising  thirteen  owner-occupied 
and  four  tenanted  premises,  were  provided  with  the 
following  total  number  of  amenities :- 

16  fixed  baths  or  showers  in  a  bathroom 

16  v/ash  hand  basins 
14  sinks 

17  hot  water  systems 

17  internal  water  closets 

The  above  schemes  included  eight  new  bathroom  extensions 
and  one  dwelling  where  the  outbuildings  were  converted  to 
form  a  bathroom. 

The  average  grant  paid  per  house  was  approximately  £272. 

Since  1950  well  over  400  dwellings  have  been  improved  with  the  aid  of  a 
grant.  Over  half  of  ’these  properties  were  located  in  areas  comprising  soundly 
built  pre-war  houses  such  as  Edwin  and  Warwick  Avenues,  or  in  the  older  parts 
of  the  town  such  as  Seckford  Street,  Castle  Street,  St.  John’s  Street,  hew 
Street  and  Victoria  Road. 

General  inquiries  about  improvement  grants  again  increased  in  number 
during  1970,  stimulated  no  doubt  by  the  larger  grants  available  under  the 
Housing  Act  1969  and  the  easing  of  certain  conditions  relating  to  the  sale  of 
improved  property. 

It  is,  however,  clear  that  many  more  homes  in  Woodbridge  would  qualify 
for  a  house  improvement  grant  if  their  owners  chose  to  improve  their  property 
and  take  advantage  of  the  help  which  is  available. 

Qualification  Certificates 

Seven  certificates  were  applied  for  and  issued  by  the  Council  to  landlords 
of  improved  dwellings  to  enable  the  controlled  tenancies  to  be  regulated 
leading  to  a  phased  rent  increase  after  the  registration  of  a  new  and  lair 
rent  with  the  Rent  Officer. 
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Compulsory  Improvement  of  Dwellings 

During  the  year,  no  tenant  asked  the  Council  to  take  action  to  compel 
their  landlord  to  modernise  the  property  which  they  occupied. 


Pail  Closet  Conversions 

The  number  of  pail  closets  converted  to  water-borne  sanitation  during 
1970  was  18,  which  figure  includes  7  properties  connected  to  the  town 1 s 
sewerage  system  for  the  first  time. 

Since  19&6,  when  local  conversion  grants  were  first  made  available, 
over  240  pail  closets  have  been  abolished,  and  owners  of  115  properties  have 
applied  for  and  received  grant  aid. 

Towards  the  end  of  1969  it  became  clear  that  some  of  the  remaining 
closets  in  use  would  not  be  converted  by  persuasion.  Authority  was  therefore 
given  by  the  Council  in  January  1970  to  serve  Statutory  Notices  on  certain 
properties  requiring  those  owners  to  carry  out  the  necessary  conversion  work. 
This  procedure  continued  during  the  year  and  met  with  a  limited  success. 


Septic  Tanks/Cesspools 

Three  troublesome  septic  tanks  were  abolished  during  the  year  by 
direct  connections  of  the  properties  to  the  public  sewer. 


Houses  in  Multiple  Occupation 

No  formal  action  was  found  necessary  during  the  year  in  respect  of 
any  premises  let-in-lodgings  or  occupied  by  members  of  more  than  one  family. 


Public  Health  and  Housing  Conditions 

(i)  Sixty  three  complaints  were  received  from  members  of  the  public  during 
x9/0  and  included  such  items  as  choked  and  d.efective  drainage,  accumulations 
of  refuse;  offensive  smells;  overflowing  septic  tanks;  leaking  eavesgutters 
and  downpipes;  dampness,  condensation  and  mould  growth;  housing  defects  as 
well  as  many  notifications  of  rats,  mice,  wasps  and  other  insect  pests. 

(ii)  Twenty  nine  informal  notices  were  served  during  the  year  to  either 
abate  a  nuisance  or  secure  essential  repairs.  Twenty  seven  notices  were 
complied  with  by  the  end  of  the  year. 

(iii)  Reasonable  co-operation  was  maintained  with  landlords  and  their 
managing  Agents 
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Rodent  Control 


Number  of  premises  treated  during 


a)  Dwelling  Houses 

b)  Other  premises 

Total  treatments  carried  out 


Eradication  of  Vermin 

a)  Premises  disinfested 

b)  Wasp  nests  destroyed 


1966 

196? 

1968 

1969 

1970 

76 

97 

92 

76 

51 

6 

50 

39 

15 

Nil 

249 

282 

280 

289 

119 

1966 

1967 

1968 

1969 

1970 

1 

1 

Nil 

3 

2 

90 

195 

33 

169 

132 

WATER  SUPPLY 

i)  Fourteen  samples  of  drinking  water  were  collected  for  bacteriological 
examination  during  the  year,  comprising  seven  samples  from  three  wells 
serving  properties  where  the  occupants  had  no  alternative  supply,  and 
seven  from  various  mains  taps  throughout  the  district. 

ii)  All  the  samples  of  Town  water  were  quite  satisfactory. 

iii)  One  business  property,  dependant  on  a  well  which  became  an 
unsatisfactory  supply  during  the  year,  was  provided  with  mains  water. 

iv)  One  other  well  fell  into  disuse  during  the  year  when  improvements 
carried  out  to  the  property  necessitated  the  laying  on  of  mains  water. 

v)  Two  wells  remaining  in  use  and  serving  six  cottages  continue  to 
produce  an  acceptable  supply. 

vi)  During  the  year  the  Ipswich  Corporation  Water  Undertaking  kindly 
submitted  details  from  nine  reports  on  routine  water  sampling  in  the 
district.  All  were  satisfactory. 


Model  Yacht  Pond 

During  the  year  two  checks  were  made  on  the  quality  of  the  River  water  in 
the  pond.  No  salmonella  or  dysenteric  organisms  were  isolated  from  either 
sample . 
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FOOD  PREMISES 


The  number  of  premises  in  Woodbridge  in  which  food  of  one  kind 
or  another  is  sold  to  the  public  is  68,  two  public  houses  and  two  cafes 
having  closed  down  during  the  year. 

The  following  gives  a  breakdown  of  the  type  of  food  premises 


Bakers  . . .  . „ . 

Butchers  . . .  . 0 . 

Confectioners 
Departmental  Stores 
Fish  Merchants  ... 

Fish  &  Chip  Shops 
Greengrocers,  Fruiterers  .  ... 

Grocers  (including  small  general  stores) 
Licensed  Premises  (hotels,  public  houses, 
Restaurants,  Cafes  and  Snack  Bars 
Supermarkets,  Food  Halls 
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o  o  o  o  o  • 


O  a  o  o*o  ooo 


ooo  ©  ©  c  ooo 


©•  900  ooo 


0*0  ft  o© 


©  o  o  ©  e  ft 


ooo  act* 


ooo  ooo 


9  0©  O  9  ft 


OOO  O  O  ft 


OOO  O  ft  O 


•  Oft  ft  9  ft 

off-licences) 


OOO  ft  O  ft 


•  ft  ft  O  ft  ft 


1 

7 

10 

1 

2 

3 

3 

13 

16 

8 
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Food  Inspection 


During  the  year  the  following  items  were  inspected,  found  to  be 
unfit  for  human  consumption  and  condemned,  under  the  ’voluntary  surrender* 
procedure : - 

188  tins  Processed  Peas  weighing  l821bs.  8  ozs. 

10  tins  Pineapple  Chunks  weighing  91bs.  11  ozs. 

16  tins  Beef  Soup  weighing  lOlbs.  8  ozs. 

4lbs.  Tinned  Pork  Luncheon  Meat 
l8l  Mixed  Frozen  Food  Packets  weighing  6llbs. 

4  dozen  Fish  Cakes  weighing  approximately  6lbs. 

71bs.  Haddock  Cutlets 
451bs.  Minced  Beef 

18  Packets  Soft  French  Cheese  weighing  4lbs.  8  ozs. 

24lbs.  Tinned  Dutch  Ham 
3  stone  Crabs 
6 lbs.  Corned  Beef 

34  Packets  Danish  Gammon  Slices  weighing  lOlbs.  6  ozs. 

121bs.  Skate 
6 lbs.  Tinned  Ox  Tongue 
121bs.  Tinned  Polish  Cured  Veal 

TOTAL  WEIGHT  =  3cwt. 106lbs. 9ozs. 
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A  total  of  seventeen  Certificates  we re  issued  to  the  seven  food 
businesses  who  voluntarily  surrendered  the  above  food  for  destruction* 

Note :  The  above  amount  is  still  very  small  in  comparison  v/ith  the  total 

quantity  of  food  sold  in  the  district. 


Food  Hygiene  (General)  Regulations,  I960  and  1962 

Food  Hygiene  (Markets,  Stalls  and  Delivery  Vehicles)  Regulations*  1966 

Twenty-five  food  premises  or  mobile  foodshops  received  an  inspection 
during  the  year.  Informal  action  was  taken  wherever  items  were  found  to 
require  attention. 

No  serious  contravention  v/as  noted  and  no  legal  proceedings  were 
instituted  during  1970. 


Foreign  Bodies  in  Food 


No  complaints  were  received  during  the  year  alleging  the  sale  of 
food  containing  foreign  matter. 


Sale  of  Unfit  or  Unsound  Food 

Four  complaints  were  received  but  only  two  were  found  to  be 
justified  and  the  appropriate  investigations  were  carried  out  to  prevent 
a  recurrence  of  the  incidents* 


Ice  Cream 


The  total  number  of  premises  registered  under  Section  16  of  the 
Food  and  Drugs  Act,  1955*  for  the  storage  and  sale  of  pre-packed  ice  cream 
is  25* 

Three  premises  are  also  registered  under  this  Section  for  the 
manufacture  of  sausages  or  the  preparation  of  potted,  pressed,  pickled  or 
preserved  food* 
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FACTORIES  ACT,  1961 


ANNUAL  REPORT 


|  TyPe 

On  Register  •  Inspections  I  Defects  j  Remedied 

E 

Factories  without 
Power 

Factories  with 

Power 

l 

I 

j 

1 

31 

1  IA 

1 

m 

. — .... — 

0 

1  iH 

1 

I 

L  . * 

TOTALS 

32 

10  j  5  !  3 

_ _ k _ _  _ k - - — — - as 

Outworkers  on  Register  -  Two 


National  Assistance  Act,  1948 

No  statutory  action  under  Section  47  of  this  Act  was  found 
necessary  during  197° 


OFFICES,  SHOPS  &  RAILWAY  PREMISES  ACT,  1963 

ANNUAL  REPORT 

Registration  and  General  Inspections: 


5  : 

i  ! 

$  \ 

1  CLASS  of  Premises 

i . 

No.  of 
premises 
registered 
during  the  year  j 

No.  of  j 

registered  ] 
premises  at  j 
31.12.70o 

2 

Ho.  of  registered 
premises  receiving 
a  general  inspection  j 
during  the  year  .f 

I  - j 

j  OFFICES 
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!  RETAIL  SHOPS 
{ 

4  ! 

; 

75  | 

2  i 

1  WHOLESALE  SHOPS .WAREHOUSES 

1 

Nil 

F 

1  2 

Nil  j 

j  CATERING  ESTABLISHMENTS 

1 

! 

1 

j  OPEN  TO  PUBLIC 

Nil 

13  1 

Nil 

1 

|  CANTEENS 

Nil 

Nil 

. 

Nil 

i 

!  FUEL  STORAGE  DEPOTS 

1  Nil 

Nil 

Nil 

. -J 

»  •] 

TOTALS 

1 _ v 

134 

4  i 

Number  of  visits  of  all  kinds  to  registered 
premises  under  the  Act  =  87 
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Note :  "Registered  premises"  means  any  premises  in  respect 

of  which  a  notice  under  Section  49  of  the  Act  has 
been  received  by  the  local  authority  ...  and  the 
expression  "premises  registered"  shall  be  construed 
accordingly. 

"General  inspection"  means  any  inspection  of  premises 
to  which  the  Act  applies  which  is  undertaken  for  the 
purposes  of  ascertaining  whether  all  the  relevant 
provisions  of  the  Act  and  instruments  thereunder  are 
complied  with  as  respects  those  premises. 


Analysis  by  Workplace  of  Persons  Employed  in  Registered  Premises g 


No.  of  persons  employed 


TOTAL 
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TOTAL  MALES 
"  FEMALES 
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Contraventions 


No  serious  defects  were  found  in  any  registered  premises  during  the 
year.  Informal  action  was  taken  where  necessary 5  the  common  faults  again 
related  to  the  sanitary  accommodation,  washing  facilities,  as  well  as 
defective  floors,  lack  of  eating  facilities  and  heating  defects. 
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Reported  Accidents 

Two  accidents  were  notified  during  the  year. 

The  first  occurred  in  office  j-^emises  when  a  male  employee 
slipped  when  descending  a  staircase  and  fractured  a  bone  in  his 
small  finger.  The  employers  were  recommended  to  fit  a  non-slip  material 
to  the  top  step  of  the  staircase  to  help  prevent  a  similar  incident,  and 
this  work  was  carried  out. 

The  second  accident  occurred  in  the  butchery  section  of  a  large 
shop  and  resulted  in  several  days  lost  when  a  young  trainee  butcher  cut 
two  fingers  badly  during  the  course  of  his  work.  An  investigation  revealed 
no  circumstances  in  which  the  accident  could  have  been  prevented, 
though  insufficient  attention  had  been  paid  to  the  subsequent  protective 
dressing  of  the  wounds  which  were  not  healed  when  the  employee  resumed 
his  employment. 
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